From: Sharon Carter 

Sent: Thursday, September 27, 2012 10:27 AM 
To: astepanets@neccrx.com 

Subject: FW: FYI 


Sharon Carter, CPhT 


Description: 

ipgiogo 


897 VFaveriy Street 
Framingham f MA 01702 
Direct Line: 508-656-2634 


From: Barry Cadden 

Sent: Thursday, September 27, 2012 10:19 AM 
To: Sharon Carter 

Subject: FYI 

We are voluntarily holding all (pf) injectable steroid products ( suspensions + solutions) + any other vialed injectable 
meds that might be injected in the eye or epidural space. 

Hyaluronidase(pf) unless obviously used for retrobulbar blocks for cataract surgery ( eye surge senter, get combo drops 
also... .etc) 

All omnipaque + isovue...used in epidural space 


We are voluntarily holding these products based on a report by one client with foreign particular matter in a few vials of 
(MP-80 pf, 1ml). ..particles may be due to rubber stopper coring issue from certain needle, but we do not know + will not 
know untill a comprehensive product "re-testing" program is completed... .may take up to 14 days. 
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